COLLBRAN JOB CORPS CIVILIAN CONSERVATION CENTER - Continued

Functional Utilization
September 30, 1981

Function and building

Existing
buildings
(sq. ft.)

Under construction

or authorized
for construction

or removal
and also estimated
completion date
(sq. ft.)

Proposed

pending

clearance

also proposed

starting date

(sq. ft.)

Work-Vocational Area
Heavy Equipment Repair and

Operation Shop (temporary) 4,000
Work Program Office (temporary) 420
Welding Shop                                                            2,000

Maintenance Shop                                                   1,080

Painting Shop                                                          1,056

New Carpentry/Masonry Shop

(2 stories)                                                        14,160

Carpentry (4,800)

Carpentry Storage (2nd story)  (960)

Cement Masonry (2,100)

Bricklaying (2,100)

Classrooms, Furnace Room, Vocational

Office, etc.   (2nd story)  (4,200)
New Heavy Equipment Shop
New Welding Shop
Gas-Oil-Paint Storage

Paint Storage135
Oil  and Grease Storage No.  1                           160

Oil  and Grease Storage No. 2                           480

Storage-Warehouse Area
Warehouse (Basement beneath

Kitchen-Dining Hall)                                   5,500

Lumber Storage Shed (at Lower Field)       1,600
Heavy Equipment Repair Storage                       720

Paint Storage (Open Front)                               480

Modular Storage Building                               1,320

-4,000 (Oct.   '83)
-2,000 (Nov.   '83)

6,030 (Nov.   '83)
6,000 (Nov.   '83)

-160 (Nov.   '83)
-480 (Nov.   '83)

-720 (Oct.  '83)

660 (March  f83)

7783)
